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Our engineers offer 
you their coopera- 
tion, with a long and 
highly specialized 
experience. 
May they work 
with you? 
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 NOURMA-HOUFFMANN BEARINGS CURPN.- STAMFORD CUNN. U.S.A. 



















Control housing for 
_ temperature regulator. 





Note word “stop” 
molded in de- 
pressed letters on 

this push button. . 





Electrical Manufacturing 


Solving Manufacturing Problems 
With Belden Moldings 


ANY manufacturers are 
obtaining the most sur- 
prisingly satisfactory results 
by replacing wood, metal, and 
cold molded partswith Belden 
Moldings of Bakelite, Durez, 


and kindred materials. 


Belden Moldings are pro- 
duced with a beautiful finish 
and an accuracy that requires 
the minimum finishing work. 
Screws, studs, holes, projec- 
tions, and recessions can be 
molded in so accurately and 
smoothly that additional ma- 
chining is unnecessary. 


The uniformity in size and 
shape of Belden Moldings not 
onlysaves additional labor, but 
also makes for rapid assembly. 


Perhaps Belden Moldings 
would prove more service- 
able and more economical in 
the long run in some of your 
products. Send a sample or 
blue print of some parts that 
have been giving you trouble. 


Let Belden Engineers tell 
you whether or not they can 
give you a molding which will 
better serve your purpose. 


Belden Manufacturing Company 


2310-B S. Western Ave. 







Chicago, Illinois 












Molding used in 
connection with 
electrical control 
apparatus on ships. 




















Large threads on 
one side with bev- 
eled inserts and eye- 
lets on the other 
make this molding 
hard to produce, . 


BELDEN PRODUCTS 


Beldenamel and Textile 





- Note that both 
vertical and 


Insulator of special mate- 


Magnet Wire horizontal in- pee eiestoneas 

Coil Windings Sorta even ten times that of bakelite 

Beld Id a aoe Bart having a wood flour filler. 
eiaenmo 


(Molded Bakelite Products) 
Automotive Wires and Cables 
Airplane Assemblies 


Radio Wires, Cords 
and Cables 


Rubber Covered Wires 
Armored Cables 

Flexible Armature Wires | 
Motor Lead Wires | 


Braided and Stranded 
Copper Cables 


Cotton Sleeving 



































October, 1929 





STOCKS CARRIED IN PRINCIPAL CITIES 








Electrical Manufacturing 


“Its a MASTER" 


50% Over-load! 


NE of our Sales Engineers recently sent in the 
following report on a customer who recently 
put a new air compressor on the market— 


“Our customer had made a test on his line of 
6 cu. ft. compressors and found our motors to be 
carrying a 50% over-load. He thought we had a 
special winding in this particular rating.” 
Our reply was— 
“August 23, 1929 
"We understand from your sales report of August 
1G Dal BR 8 bk SS ..--Company has made a 
test on his 6 cu. ft. compressor and found our motors 
to be carrying a 50% over-load and that he, there- 
fore, believes there is a special winding in this motor. 


“The \2, 4 and 1 bh. p. motors which we are sup- 


plying to your customer are all standard construction 
in every way. 
: The Master Electric Company." 

Continuous 50° % over-load is positive abuse for 
any motor and we did not nor would not recom- 
mend this particular installation. This is just one 
of the many times that Master Motors have proven 
their unusual ability to take abuse, if they have to, 
and stay on the job. And, the stamina of Master 
Motors is just one of the reasons for the complete 
satisfaction of those who use them. 

Our facilities are at your service in helping you 
obtain proper motor installations. 
Note:—If you are interested in obtaining the name 
of the customer which has been omitted in this 
message, we shall gladly give it to you. 


THE MASTER ELECTRIC COMPANY 


Dayton, 


Ohio 


Manufacturers of Master Guaranteed Motors 





Y¥20 TO |OH.P. 





THE 


MORE THAN 100 SERVICE STATIONS 
MASTER! NOT MORE THAN 40° 


ELECTRIC CO 























